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UNCLASSIFIED 

PAGE 01 MOSCOW 18126 021426Z 
ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO A-01 SY-05 /019W 

047275 021712Z/44 

P 021334Z AUG 78 

FM AMEMBASSY MOSCOW 

TO SECSTATE WASHDC PRIORITY 5045 

UNCLAS MOSCOW 18126 


Message Text 


E.O. 11652: N/A 

TAGS: ABLD, AFSP, ASEC/NSU 

SUBJECT: EMBASSY RECONSTRUCTION, PROPERTY NO. L01001, 
8TH FLOOR HEATING 

REF: (A) STATE 186484, (B) MOSCOW 16640 

1 . SCOPE OF WORK CONSISTS OF INSTALLING 19 HEATING 
CONVECTORS WITH VALVES, UNIONS, VENTS AND PIPING. 
CUTTING, PATCHING AND PAINTING IS INCLUDED. WORK TO 
BE PERFORMED WHILE SPACE IS OCCUPIED AND SHOULD BE 
FINISHED BY 30 SEPTEMBER. 

2. THEIRGAERTNER ESTIMATE OF OCTOBER 1977 WAS 
DOLS. 20,500. CURRENT ESTIMATE, FROM VORLAUFER IS 
DOLS 20,924. CONSIDERING LATTER WORKMEN PRESENTLY 

IN EMBASSY HOUSING AND FORMER ESTIMATE NOW OUTDATED, 
FBO/M WISHES TO USE VORLAUFER WITH UPSET PRICE OF 
DOLS. 20,924. 

3. AUTHORITY TO PROCEED AND ALLOTMENT CITATION IN 
THIS AMOUNT IS REQUESTED. 
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